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FACTORS AFFECTING C02 IN AIR
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FIGURE 1.9 The upper graph shows the course of total respiration and
gross photosynthesis of an oak-pine forest in central Long Island, New
York. Integration of these two curves produced the prediction of the
annual change in local atmospheric C02 shown in the lower graph. The
amplitude predicted in this way was considerably greater than observed
(Woodwell et al., 1973), apparently because of mixing with air from
over the oceans. Fossil fuel emissions are included for comparison.